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Wounded Warrior tests brain-controlled 
prosthetic 
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Navy Medicine is a global healthcare network of 
63,000 Navy medical personnel around the world 
who provide high quality health care to more than 
one million eligible beneficiaries. Navy Medicine 
personnel deploy with Sailors and Marines 
worldwide, providing critical mission support 
aboard ship, in the air, under the sea and on the 
battlefield. 

(video courtesy of the J ohns Hopkins Applied Physics Lab) 


U.S. Air Force Tech Sgt. J oe Delauriers was the first patient at Walter Reed National Military Navy Medicine Social Media 
Medical Center (WRNMMC) to begin using the Modular Prosthetic Limb (MPL). The brain 

controlled prosthetic has nearly as much dexterity as a natural limb, 22 degrees of motion. Follow us on Twitter 

and independent movement of fingers, the MPL was developed as part of a four-year BWWPWIBjoinusonFacebook 
program by the Johns Hopkins University Applied Physics Laboratory (APL), along with 

WRNMMC and the Uniformed Services University of the Health Sciences (USU) . iDV 
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Look for the full story and interview with Tech Sgt. Delauriers in the Spring 2012 edition of 

the Navy Medicine Magazine . f llClir ^i^^^^P^^^o stream 
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